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ENVIRONMENTAL  PROTECTION 
AGENCY 
[40  CFR  Part  246] 

[FRL  428-3] 

MATERIALS  RECOVERY 
Solid  Waste  Management  Guidelines  for 
Source  Separation 

BackgrouitBL.  The  Solid  Waste  Disposal 


Act  of  1965  (Pub.  L.  89-272)  was  amend 
ed  in  October  1970  by  the  Resource  Re¬ 
covery  Act  (Pub.  L.  91-512).  Section  209 
of  the  Amended  Act  requires  the  Ad¬ 
ministrator  of  the  U.S.  Environmental 
Protection  Agency  (EPA)  to  “recom- . 
mend  to  appropriate  agencies  and  pub¬ 
lish  in  the  Federal  Register  guidelines 
for  solid  waste  recovery,  collection,  sep¬ 
aration,  and  disposal  systems  (including 
systems  for  private  use),  .  .  .”  Further, 
section  211  mandates  that  Federal  agen¬ 
cies  “shall  insure  compliance  with  the 
guidelines  i*ecommend^  imder  section 
209  and  the  purposes  of  (the  Solid  Waste 
Disposal  Act)  .  . 

On  August  14, 1974,  “Thermal  Process¬ 
ing  Land  Disposal  of  Solid  Waste  Guide¬ 
lines”  were  published  in  the  Federal 
.  Register  (Vol.  29,  No.  158,  pp.  29328- 
29338)  as  the  first  set  of  guidelines  that 
were  promulgated  in  fulfillment  of  the 
requirement  for  guidelines  on  disposal 
systems. 

The  EPA  now  proposes  the  following 
guidelines  as  part  of  the  Agency’s  efforts 
to  fulfill  the  Administrator’s  obligation 
to  promulgate  guidelines  in  the  area  of 
collection,  recovery  and  separation  sys¬ 
tems.  Other  eluents  of  resource  recov¬ 
ery  and  separation  systems  are  addressed 
in  EPA’s  proposed  Resource  Recovery 
Facilities  Guidelines,  and  Procurement 
of  Products  that  Contain  Recycled  Ma¬ 
terials  Guidelines.  The  EPA  recognizes 
that  Section  209  expressly  mandates  that 
guidelines  “shall  be  revised  from  time  to 
time’’  and  it  intends  to  revise  and  sup¬ 
plement  these  guidelines  in  the  future. 

Section  211  of  the  Act  and  Executive 
Order  11752  make  the  “Requirements” 
section  of  the  guidelines  mandatory  upon 
Federal  agencies.  The  recommendatory 
sections  of  the  guidelines  present  meth¬ 
ods  and  techniques  which  EPA  studies 
and  analyses  indicate  will  be  the  most 
effective  and  economic  in  carrying  out 
the  mandatory  requirements.  'ITie  rec¬ 
ommendatory  sections,  therefore,  pre¬ 
sent  desirable  actions  while  allowing  for 
implementation  of  other  source  separa¬ 
tion  techniques  in  instances  in  which  the 
methods  and  techniques  described  in 
recommendatory  sections  of  this  guide¬ 
line  are  not  practicable  or  economically 
fesisible. 

As  provided  in  section  211  of  the  Act 
and  section  3(a)  of  Executive  Order 
11752,  heads  of  Federal  agencies  are  ulti¬ 
mately  responsible  for  determining  which 
facilities  imder  their  jurisdiction  ^all 
comply  with  the  guidelines.  Practices  re¬ 
quired  by  the  guideline  are  expected  to 
be  less  costly  than  existing  solid  waste 
management  practices  in  the  long  term. 
However,  the  legislative  history  indicates 
that  even  where  guidelines’  implementa¬ 


tion  costs  more,  budget  restrictions  do 
not  constitute  a  sufficient  excuse  to  pre¬ 
vent  compliance  with  the  guidelines  and 
that  Federal  agencies  have  a  respon¬ 
sibility  to  request  sufficient  appropria¬ 
tions  from  Congress  necessary  to  manage 
solid  waste  properly  as  part  of  their  nor¬ 
mal  operating  expenses.  The  legislative 
history  does  not  provide  any  guidance  as 
to  how  much  additional  costs  are  accept¬ 
able.  Consequently  the  Federal  agencies 
must  make  that  decision  based  on  a  case- 
by-case  analysis  of  actions  required  by 
the  guidelines. 

The  legislative  history  concerning  sec¬ 
tion  211  of  the  Resource  Recovery  Act  of 
1970  indicates  that  the  Congress  in¬ 
tended  that  Federal  agencies  should  take 
a  leadership  role  in  solid  waste  manage¬ 
ment,  as  indicated  by  the  following  quote 
from  page  14  of  the  Senate  Report  No. 
91-1034,  Senate  Committee  on  Public 
Works,  91st  Congress,  2d  Session  (1970). 


Federal  agencies  are  inclined  to  place  im¬ 
portant  environmental  quality  control  func¬ 
tions  in  a  subordinate  role  to  mission.  This 
is  no  longer  appropriate  or  acceptable.  Fed¬ 
eral  agencies  which  generate  volumes  of 
waste  have  a  correlative  responsibUity  to  re¬ 
quest  appropriations  from  Clongress  neces¬ 
sary  to  properly  manage  such  waste  as  part 
of  their  normal  operating  expenses.  The  pub¬ 
lic  will  not  t<derate  the  excuse  that  budget 
restrictions  prevent  compliance  with  waste 
management  standards  and  guidelines;  it  is 
abundantly  clear  that  the  provisions  of  the 
environmental  control  laws  do  not  permit 
the  same  excuse  to  be  advanced  by  individu¬ 
als  or  private  organizations.  Federal  agencies 
must  take  the  lead  in  overcoming  the  reluc¬ 
tance  to  Invest  funds  necessary  to  control 
solid  waste  pollution. 


While  source  separation  techniques,  as 
described  herein,  have  shown  themselves 
to  be  economically  preferable  to  all  other 
methods  for  the  recovery  of  the  specified 
materials,  isolated  instances  may  exist 
in  which  they  are  not.  Therefore,  facili¬ 
ties  may  practice  methods  other  than 
source  separation  if  these  methods  are 
found  to  be  more  econcxnically  feasible 
through  standard  cost  analysis.  Pursuant 
to  its  authority  in  section  3(a)  of  Execu¬ 
tive  Order  11752,  EPA  has  required  that 
the  decision  not  to  adopt  the  procedures 
of  the  required  sections  of  the  guidelines 
must  be  justified  in  a  report  to  the  Ad¬ 
ministrator.  The  specific  requirements 
for  such  a  report  can  be  found  in  the 
“Scope”  section  of-ttie  guidelines. 

The  econmnic  and  infiationary  impacts 
of  the  guidelines  have  been  carefully 
evaluated.  It  has  been  determined  that 
the  effects  will  be  minor  and  that  the 
guidelines  are  not  a  “major  action”  re¬ 
quiring  an  infiation  impact  statement  as 
prescribed  by  Executive  Order  11821  and 
OMB  Circular  A-107. 

Introduction.  These  guidelines  are  in¬ 
tended  to  provide  requirements  and  rec¬ 
ommended  procedures  for  the  establish¬ 
ment  and  utilization  by  Federal  agencies 
of  source  separation  systems  which  will, 
in  an  economic  manner,  conserve  re¬ 
sources,  reduce  waste  disposal  and  pro¬ 
duce  high  value  industrial  raw  materials. 

The  materials  that  must  be  separated 
for  recycling  are  high-grade  office  papers 
(white  ledger,  computer  piint-outs,  and 


computer  cards),  corrugated  containers 
and  newspapers.  Also  recommended,  but 
not  required,  is  the  separation  of  glass, 
cans,  and  mixed,  low-grade  papers.  The 
latter  materials  (glass,  cans,  and  mixed, 
low-grade  papers)  may  also  be  retrieved 
through  mechanical  systems  as  discussed 
in  the  Resource  Recovery  Facilities 
Guidelines. 

The  systems  described  in  these  guide¬ 
lines  have  been  designed  to  separate  spe¬ 
cific  materials  at  the  somce  of  generation 
in  order  to  minimize  contamination  and 
to  recover  high  value  materials  thatxan 
be  sold  for  recycling.  These  materials,  if 
mixed  with  other  elements  of  the  waste 
stream,  would  lose  their  inherent  value. 
Source  separation  has  Icmg  been  utilized 
by  government  and  private  industry  to 
retrieve  a  large  variety  of  materials 
which  would  either  not  be  recoverable  at 
all  or  not  be  recoverable  at  their  highest 
economic  value  if  placed  with  mixed  solid 
waste.  The  source  separation  systems 
recommended  in  these  guidelines  have 
been  proven  to  be  effective  in  numerous 
private  industry  and  governmental  set¬ 
tings  in  removing  large  quantities  of  the 
specified  materials  from  the  waste 
stream.  Studies  indicate  strong  market 
potential  for  all  paper  grades  mandated 
for  recovery  in  these  guidelines.  In  addi¬ 
tion,  the  actions  presented  herein,  if  im¬ 
plemented  correctly,  could  produce  a  sav¬ 
ings  to  the  United  States  Government  at 
low  capital  outlay. 

Glass  and  cans.  ’The  recovery  of  glass 
and  cans  is  recommended  but  not  re¬ 
quired  from  housing  areas  located  within 
Federal  facilities.  Glass  and  can  recov¬ 
ery  through  recycling  centers  has  been 
practiced  for  a  munber  of  years.  The 
technical  and  economic  feasibility  of  var¬ 
ious  methods  for  separately  collecting 
these  materials  at  curbside  is  currently 
under  investigation  by  EPA.  As  data  are 
developed,  these  guidelines  will  be  modi¬ 
fied  to  reflect  the  inclusion  of  glass  and 
can  recovery  in  the  Requirement  section 
of  these  guidelines.  It  is  expected  that 
Federal  agencies  with  available  markets 
for  glass  and  cans  will  make  every  effort 
to  implement  the  recommendation. 

Market  availability.  Agencies  responsi¬ 
ble  for  disposal  of  excess  government 
property  under  the  Federal  Property  and 
Administrative  Services  Act — 1949,  as 
amended  (40  n.S.C.  471)  shall  set  speci¬ 
fications  and  request  bids  for  the  pur¬ 
chase  of  various  grades  of  paper  specified 
in  the  guidelines  in  accordance  with  their 
normal  procedures.  Should  no  bids  be 
received  for  a  given  paper  grade,  no  facil¬ 
ities  within  the  geographic  region  covered 
by  the  bid  specification  will  be  required 
to  source  separate  that  grside. 

Increased  efficiency.  The  recommended 
procedures  in  the  guidelines  should  be 
accomplished  to  the  extent  practicable 
through  increased  efficiency  in  the  nor¬ 
mal  waste  collection  system.  Federal 
agencies  are  strongly  urged  to  incorpo¬ 
rate  the  source  separation  system  into 
their  present  waste  removal  systems 
rather  than  to  create  totally  separate 
programs  which  needlessly  duplicate 
effort.  The  majority  of  cities,  for  exam¬ 
ple,  which  have  implemented  source  sep- 
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aration  of  newsprint  have  done  so  utiliz¬ 
ing  existing  staff  and  equipment.  Some 
office  ses)aration  systems  have  Involved 
modified  Janitorial  schedules  and  accom¬ 
plished  high-grade  paper  separatlmi  in 
conjunction  with  regiilar  waste  removal 
at  no  increase  in  labor  cost. 

Contracts.  While  contracts  with  pur¬ 
chasers  are  not  required,  the  recom¬ 
mended  procedures  strongly  urge  the  in¬ 
stitution  of  a  contract  of  a  year  or  longer 
at  a  guaranteed  minimum  price.  The  one- 
year  or  more  provision  will  protect  facili¬ 
ties  from  incurring  start-up  costs  for  a 
program  which  might  only  last  for  a  few 
months  were  such  a  contract  not  in  exist¬ 
ence.  The  minimum  price  provision  will 
allow  facilities  to  estimate  cost-revenue 
balances  and  will  protect  them  somewhat 
from  market  fluctuations. 

Implementation  responsibility.  Many 
government  agencies  are  hoiised  in  build¬ 
ings  the  physical  maintenance  of  which 
are  under  the  control  of  another  agency, 
usually  the  General  Services  Administra¬ 
tion.  In  these  Instances,  it  is  expected 
that  responsibility  for  program  imple¬ 
mentation  will  be  shared  as  follows :  GSA 
or  the  agency  which  owns  and/or  man¬ 
ages  the  building,  would  be  responsible 
for  such  items  as  negotiating  for  jani¬ 
torial  service,  storage  space,  and  paper 
sales.  The  agency  occupying  the  building 
would  be  responsible  for  overall  program 
coordination,  economic  analysis,  pub¬ 
licity,  and  procurement  of  desk-top  con¬ 
tainers  and  centralized  bins  or  boxes.  The 
agency  occupying  the  building  would  also 
be  responsible  for  noncompliance  reports 
to  the  Administrator  of  EPA,  should  such 
be  written.  In  instances  in  which  many 
agencies  are  housed  in  the  same  facility 
the  agency  with  the  largest  number  of 
employees  will  act  as  the  program  co¬ 
ordinator. 

Compatibility  of  guidleines.  There  is 
some  overlap  in  the  coverage  between 
these  g\ildelines  for  source  separation  of 
paper  and  the  Resource  Recovery  Facili¬ 
ties  Guidelines  proposed  by  EPA.  Spe¬ 
cifically,  the  newspaper,  corrugated,  and 
high-grade  papers  could  either  be  source 
separated  for  recycling  or  recovered  as 
energy  or  materials  In  a  centralized  fa¬ 
cility.  It  is  the  intent  of  EPA  that  both 
the  Source  Separation  for  Materials  Re¬ 
covery  Guidelines  and  the  Resource  Re¬ 
covery  Facilities  Guidelines  be  carried 
out  to  the  maximum  extent  possible.  Fol¬ 
lowing  source  separation  of  paper,  the 
remaining  wastes  should  be  processed  in 
accordance  with  the  iJesource  Recovery 
Facilities  Guidelines.  Even  with  removal 
of  these  categories  of  paper,  processing 
facilities  for  the  remaining  waste  will 
generally  be  economically  feasible. 

Implementation  of  both  guidelines  will 
result  in  maximum  conservation  benefit 
to  the  country  and  econoihic  savings  to 
the  Government.  Additionally  it  is  desir¬ 
able  and  is  the  clear  intent  of  Congress 
that  the  Federal  Government  take  a 
leadership  role  in  the  demonstraticm  of 
techniques  for  both  the  separation  of 
materials  at  the  source  and  the  utiliza¬ 
tion  of  resource  recovery  facilities. 

If  there  are  circumstances  where  sig¬ 
nificant  cost  savings  over  the  source  sep¬ 
aration  and  recycling  of  high-grade,  cor¬ 
rugated  containers,  or  newspapers  can  be 


achieved  through  the  recovery  of  these 
materials  in  centralized  recovery  facili¬ 
ties  or  through  conversion  into  energy, 
then  a  Federal  facility  may  choose  this 
form  of  recovery  instead  of  source  sepa¬ 
ration.  The  analysis  supporting  this  con¬ 
clusion  shall  be  made  available  to  the 
Administrator. 

Response  requested.  The  EPA  is  solic¬ 
iting  comment  and  rdvice  via  this  noti¬ 
fication  in  the  Federal  Register.  Li  par¬ 
ticular,  the  EPA  invites  comments  from 
Federal  and  non-Federal  agencies. 

In  addition,  the  EPA  invites  public 
comments,  reviews,  and  critiques  of  the 
guidelines.  Interested  parties  may  sub¬ 
mit  written  comments,'  preferably  in 
triplicate,  to  the  Deputy  Assistant  Ad¬ 
ministrator  for  Solid  Waste  Management 
Programs,  U.S.  Environmental  Protec¬ 
tion  Agency,  Washington,  D.C.  20460.  All 
comments  received  on  or  before  October 
17,  1975,  will  be  considered. 

Receipt  of  comments  will  be  acknowl¬ 
edged  by  the  Deputy  Assistant  Adminis¬ 
trator  for  Solid  Waste  Management  Pro¬ 
grams.  All  comments  will  be  available  for 
public  inspection  at  the  Freedom  of  In¬ 
formation  Center  at  EPA  headquarters, 
401  M  Street  SW.,  Washington,  D.C.,  dur¬ 
ing  normal  business  hours. 

This  notice  of  proposed  guidelines  is 
issued  under  the  Authority  of  section  209 
(a)  of  the  Solid  Waste  Disposal  Act  of 
1965  (Pub.  L.  89-272) ,  as  amended  by  the 
Resource  Recovery  Act  of  1970  (Pub.  L. 
91-512). 

It  is  proposed  to  add  a  new  part  246  to 
40  CFR  Chapter  I,  as  follows; 

Dated:  September  8, 1975. 

John  (Quarles, 
Acting  Administrator. 

PART  246— SOURCE  SEPARATION  FOR 
MATERIALS  RECOVERY  GUIDELINES 

Subpart  A — General  Provisions 

Sec. 

246.100  Scope. 

246.101  Definitions. 

Subpart  B — Requiremerrts  and  Recommended 
Procedures 

246.200  Office  wastes. 

246.200- 1  Requirements. 

246.200- 2  Recommended  procedures:  max- 
ket  study. 

246.200- 3  Recommended  procedures:  levels 
of  separation. 

246.200- 4  Recommended  procedures:  meth¬ 
ods  of  separation  and  coUectlon. 

246.200- 5  Recommended  procedures:  stor¬ 
age. 

246.200- 6  Recommended  procedures:  trans¬ 
portation. 

246.200- 7  Reconunended  procedures:  cost 
analysis. 

246.200- 8  Recommended  procedures:  con¬ 
tracts. 

246.200- 9  Recommended  procedures:  public 
Information  and  education. 

246.201  Residential  solid  waste. 

246.201- 1  Requirement. 

246.201- 2  Recommended  procedures:  glass, 
cans,  and  mixed  paper  separa¬ 
tion. 

246.201- 3  Recommended  procedures:  mar¬ 
ket  study. 

246.201- 4  Recommended  procedures:  meth¬ 
ods  of  separation  and  collection. 

246.201- 5  Recommended  procedures:  trans¬ 
portation  to  market. 

246.201- 6  Recommended  procedures:  cost 
analysis. 


Sec.  I 

246.201- 7  Recommended  procedures:  con¬ 

tracts. 

246.201- 8  Recommended  procedures:  public 

informatlcm  and  education. 

246.202  Corrugated  container  waste. 

246.202- 1  Requirement. 

246.202- 2  Recommended  procedures:  mar¬ 

ket  study. 

246.202- 3  Recommended  procedures:  meth¬ 

ods  of  separation  and  storage. 

246.202- 4  Recommended  procedures:  trans¬ 

portation. 

246.202- 5  Recommended  procedures:  cost 

analysis. 

246.202- 6  Recommended  procedures:  estab¬ 

lishment  of  purchase  contract. 

246.203  Reevaluation. 

246.203- 1  Requirement. 

Appendix  Recommended  bibliography. 

Subpart  A — General  Provisions 
§  246.100  Scope. 

(a)  These  guidelines  are  applicable  to 
the  source  separation  of  residential,  com¬ 
mercial,  and  institutional  solid  wastes. 
Explicitly  excluded  are  mining,  agricul¬ 
tural,  and  industrial  solid  wastes;  haz¬ 
ardous  wastes;  sludges;  construction  and 
demolition  wastes;  infectious  wastes. 

(b)  The  “Requirement”  sections  con¬ 
tained  herein  delineate  minimum  actions 
for  Federal  agencies  for  the  recovery  of 
resources  from  solid  waste  through 
source  separation.  Pursuant  to  section 
211  of  the  Solid  Waste  Disposal  Act,  as 
amended,  and  Executive  Order  11752,  the 
“Requirement”  sections  of  these  guide¬ 
lines  are  mandatory  for  Federal  agen¬ 
cies.  In  addition,  they  are  recommended 
to  State,  interstate,  regional,  and  local 
governments  for  use  in  their  activities. 

(c)  The  “Recommended  Procedures" 
sections  are  presented  to  suggest  actions 
or  preferred  methods  by  which  the  objec¬ 
tives  of  the  requirements  can  be  realized. 
The  “Recommended  Procedures”  are  not 
mandatory  for  Federal  agencies. 

(d)  The  guidelines  apply  to  all  Federal 
agencies  that  generate  solid  waste. 

(e)  The  Environimental  Protection 
Agency  will  render  technical  assistsuice 
and  other  guidance  to  Federal  agencies 
when  requested  to  do  so  pursuant  to  sec¬ 
tion  3(d)l  of  Executive  Order  11752. 

(f)  Within  one  year  after  the  final 
promulgation  of  these  guidelines,  agen¬ 
cies  shall  make  a  final  determhmticui  as 
to  what  actions  shall  be  taken  to  adopt 
the  requirements  of  these  guidelines  and 
shall,  within  two  months  of  such  deter¬ 
mination.  submit  to  the  Administrator  a 
schedule  of  such  actions. 

(g)  Federal  agencies  that  make  the 
determinaUon  not  to  adopt  the  require¬ 
ments  contained  herein,  for  whatever 
reason,  shall  make  available  to  the  Ad¬ 
ministrator  the  analysis  and  rationale 
used  in  making  that  determination.  The 
Administrator  may  publish  notice  of 
availability  of  this  report.  The  following 
are  considered  to  be  valid  reasons  for 
noncompliance  under  individual  facts 
and  circumstances:  inability  to  sell  the 
recovered  materials  due  to  lack  of  mar¬ 
ket;  and  costs  so  unreasonably  high  as 
to  render  compliance  economically  im¬ 
practicable. 

(1)  The  following  points  are  to  be  cov¬ 
ered  in  the  anal3rsis : 

(i)  A  description  of  ongoing  actions 
which  will  be  continued  and  actions 


FEDERAL  REGISTER,  VOL.  40,  NO.  181 — WEDNESDAY,  SEPTEMBER  17,  1975 


42988 


PROPOSED  RULES 


taken  or  proposed  which  will  be  affected 
by  such  actions  not  in  compliance  with 
the  guidelines  including  a  brief  descrip¬ 
tion  of  how  such  facilities  will  be  affected. 

(ii)  A  description  of  the  alternative 
actions  considered  with  emphasis  on 
those  alternatives  which,  if  taken,  would 
be  in  compliance  with  these  guidelines. 

(iii)  An  analysis  in  support  of  the  ac¬ 
tion  chosen  by  the  agency  including  tech¬ 
nical  data,  market  studies,  and  policy 
considerations  utilized  in  arriving  at  such 
a  determination. 

In  covering  the  points  above,  agencies 
should  make  every  effort  to  present  the 
information  succinctly  in  a  form  easily 
understood,  but  in  sufQcient  detail  so  as 
to  give  the  Administrator  an  understand¬ 
ing  of  the  factors  influencing  the  decision 
not  to  adopt  the  requirements  of  these 
gviidelines. 

(2)  The  above  report  shall  be  sub¬ 
mitted  to  the  Administrator  as  soon  as 
possible  after  a  final  agency  determina¬ 
tion  has  been  made  not  to  adopt  the  re¬ 
quirement  of  these  guidelines,  but  in  no 
case  later  than  thirty  days  after  such 
final  determination.  The  Administrator 
will  Indicate  to  the  agency  his  concur¬ 
rence/nonconcurrence  with  the  agency’s 
decision,  including  his  reasons,  within 
sixty  days  of  receipt  of  this  report. 

(3)  Implementation  of  actions  not  in 
conformance  with  the  requirement  of 
these  guidelines  shall  be  deferred,  for 
sixty  days  where  feasible,  in  order  to  give 
the  Administrator  an  opportunity  to  re¬ 
ceive,  analyze  and  seek  clarification  of 
the  above  required  report. 

(4)  It  is  recommended  that  where  the 
above  required  report  concerns  an  action 
for  which  an  Environmental  Impact 
Statement  (EIS)  is  required  by  the  Na¬ 
tional  Environmental  Policy  Act,  that 
draft  and  final  versions  of  such  report 
be  circulated  simultaneously  with  the 
EIS. 

§  246.101  Definitions. 

As  used  in  these  guidelines: 

(a)  “Agricultural  solid  waste”  means 
the  solid  waste  that  results  from  the 
rearing  of  animals  and  the  harvesting  of 
crops. 

(b)  “Baler”  means  a  mechanical  de¬ 
vice  used  to  compress  and  bind  solid 
waste  or  other  materials. 

(c)  “Bulk  container”  means  a  large 
container  that  can  either  be  pulled  or 
lifted  onto  a  service  vehicle  mechanically 
or  be  mechanically  emptied  into  a  serv¬ 
ice  vdiicle. 

(d)  “Collection”  means  the  act  of  re¬ 
moving  solid  waste  (or  materials  which 
have  been  separated  for  the  purpose  of 
recycling)  from  a  central  storage  point. 

(e)  “Commercial  establishment”  means 
stores,  ofBices,  restaurants,  warehouses 
and  other  non-manufacturing  activities. 

(f)  “Commercial  solid  waste”  means 
all  types  of  solid  wastes  generated  by 
stores,  offices,  restaurants,  warehouses 
and  other  non-manufacturing  activities, 
and  non-processing  wastes  such  as  office 
and  packing  wastes  generated  at  indus¬ 
trial  facilities. 

(g)  “Construction  and  demolition 
waste”  means  the  waste  building  ma¬ 
terials,  packaging,  and  rubble  resulting 


from  construction,  remodeling,  repair, 
and  demolition  operations  on  pavements, 
houses,  commercial  buildings  and  other 
structures. 

(h)  “Compartmentalized  vehicle” 
means  a  collection  vehicle  which  has  two 
or  more  compartments  for  placement  of 
solid  wastes  or  recyclable  materials.  The 
compartments  may  be  within  the  main 
truck  body  or  on  the  outside  of  that  body 
as  in  the  form  of  metal  racks. 

(i)  “Corrugated  container  waste” 
means  discarded  corrugated  boxes. 

(j)  “Corrugated  box”  means  a  bulk 
container  for  goods  which  is  comprised 
of  an  inner  fluting  of  material  known  by 
the  paper  industry  as  corrugating  me¬ 
dium  and  one  or  two  outer  liners  known 
as  linerboard. 

(k)  “Federal  facility”  means  any 
building,  installation,  structure,  land,  or 
public  work  owned  by  or  leased  to  the 
Federal  Government.  Ships  at  sea,  air¬ 
craft  in  the  air,  land  forces  on  maneu¬ 
vers,  other  mobile  facilities  and  United 
States  Government  installations  on  for¬ 
eign  soil  or  on  land  outside  the  juris¬ 
diction  of  the  United  States  Govern¬ 
ment  are  not  considered  “Federal  facili¬ 
ties”  for  the  purpose  of  these  guidelines. 

(l)  “Food  waste”  means  animal  and 
vegetable  residues  resulting  from  the 
handling,  storage,  sale,  preparation, 
cooking,  and  serving  of  foods;  commonly 
called  garbage. 

(m)  “Generation”  means  the  act  or 
process  of  producing  solid  waste. 

(n)  “High-grade  paper”  means  letter¬ 
head,  dry  copy  papers,  miscellaneous 
business  forms,  stationery,  typing  paper, 
tablet  sheets,  and  computer  printout 
paper  and  cards,  commonly  sold  as 
“white  ledger,”  “computer  printout”  and. 
“tab  card”  grade  by  the  wastepaper  in¬ 
dustry. 

(o)  “Industrial  solid  waste”  means  the 
solid  waste  that  results  from  industrial 
processes  and  manufacturing. 

(p)  “Institutional  solid  waste”  means 
sohd  wastes  originating  from  education¬ 
al,  health  care,  correctional  and  other 
such  facilities. 

(q)  “Mining  wastes”  means  residues 
which  result  from  the  extraction  of  raw 
materials  from  the  earth. 

(r)  “Office  wastes”  means  those  solid 
wastes  generated  in  the  building,  room  or 
series  of  rooms  in  which  the  alfairs  of  a 
business,  professional  person,  branch  of 
government,  etc.  are  carried  on,  but  ex¬ 
cluding  wastes  generated  in  cafeterias, 
snack  bars,  or  other  food  preparation 
and  sales  activities  in  those  buildings. 

(s)  “Post-consiuner  waste  (PCTW)” 
means  a  material  or  product  that  has 
served  its  intended  use  and  has  been  dis¬ 
carded  for  disposal  or  recovery  after 
passing  through  the  hands  of  a  final 
consumer. 

(t)  “Recoverable  resources”  means 
materials  that  still  have  useful  physical 
or  chemical  properties  after  serving  their 
original  purpose  and  can,  therefore,  be 
reused  or  recycled  for  the  same  or  other 
purposes. 

(u)  “Recovery”  means  the  process  of 
obtaining  materials  or  energy  resources 
from  solid  waste. 

(v)  “Recycled  material”  means  a 
material  that  is  utilized  in  place  of  a 


primary,  raw  or  virgin  material  in  man¬ 
ufacturing  a  product. 

(w)  “Recycling”  means  the  process  by 
which  recovered  materials  are  trans¬ 
formed  into  new  products. 

(x)  “Residential  solid  waste”  means 
the  garbage,  rubbish,  trash,  and  other 
solid  waste  resulting  from  the  normal 
activities  of  households. 

(y)  “Responsible  agency”  means  the 
organizational  element  that  has  the 
legal  duty  to  ensure  compliance  with 
these  guidelines. 

(z)  “Separate  collection”,  means  the 
collection  of  recyclable  materials  which 
have  been  separated  at  the  point  of  gen¬ 
eration  and  keeping  those  materials 
separate  from  other  collected  solid  waste 
in  separate  compartments  of  a  single 
collection  vehicle  or  through  the  use  of 
separate  collection  vehicles. 

(aa)  “Solid  waste”  means  garbage,  re¬ 
fuse,  sludges,  and  other  discarded  solid 
materials,  including  solid  waste  mate¬ 
rials  resulting  from  industrial,  commer¬ 
cial,  and  agricultural  operations,  and 
from  community  activities,  but  does  not 
include  solids  or  dissolved  materials  in 
domestic  sewage  or  other  significant  pol¬ 
lutants  in  water  resources,  such  as  silt, 
dissolved  or  suspended  soli^  in  indus¬ 
trial  waste  water  effluents,  dissolved 
materials  in  irrigation  return  fiows  or 
other  common  water  pollutants.  How¬ 
ever,  unless  specifically  noted  otherwise, 
the  term  “solid  waste”  as  used  in  the 
guidelines  herein  shall  not  include  min¬ 
ing,  agricultural  and  industrial  solid 
wastes;  hazardous  wastes;  sludges;  con¬ 
struction  and  demolition  wastes;  and 
infectious  wastes. 

(bb)  “Source  separation”  means  the 
setting  aside  of  recyclable  materials  at 
their  point  of  generation  by  the  gen¬ 
erator. 

(cc)  “Specification”  means  a  clear  and 
accurate  description  of  the  technical  re¬ 
quirement  for  materials,  products  or 
services,  which  specifies  the  minimum  re¬ 
quirement  for  quality  and  construction 
of  materials  and  equipment  necessary  for 
an  acceptable  product.  In  general,  speci¬ 
fications  are  in  the  form  of  written  de¬ 
scriptions,  drawings,  prints,  commercial 
designations,  industry  standards,  and 
other  descriptive  references. 

(dd)  “Stationary  compactor”  means  a 
powered  machine  designed  to  compact 
sohd  waste  or  recyclable  materials  that 
remains  stationary  when  in  operation. 

(ee)  “Storage”  means  the  interim  con¬ 
tainment  of  solid  waste,  in  an  approved 
manner,  after  generation  and  prior  to 
collection  for  ultimate  recovery  or 
disposal. 

(ff)  “Virgin  material”  means  a  raw 
material  used  in  manufacturing  that  has 
been  mined  qr  harvested  and  has  not  as 
yet  become  a  product. 

Subpart  B — Requirements  and 
Recommended  Procedures 

§  246.200  Office  wastes. 

§  246.200-1  Requirements. 

High-grade  paper  generated  in  office 
facihties  or  over  100  workers  shall  be 
separated  at  the  soiurce  of  generation, 
separately  collected  and  sold  for  the  pim- 
pose  of  recycling. 
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§  246.200—2  Recommended  procedures: 
market  study. 

An  investigation  of  markets  should  be 
made  by  the  organization  responsible  for 
sale  of  recyclable  materials  in  each  Fed¬ 
eral  agency  and  should  include  at  a 
minimum: 

(a)  Identifying  potential  purchasers  of 
the  recovered  paper  through  standard 
market  research  techniques. 

(b)  Directly  contacting  buyers,  and 
determining  the  buyer’s  quaUty  specifica¬ 
tions,  the  exact  types  of  paper  to  be 
recycled,  and  potential  transportation 
agreements. 

(c)  Determining  the  price  which  the 
buyer  will  pay  for  the  recovered  paper 
and  the  willingness  of  the  buyer  to  sign 
a  contract  for  purchase  of  the  paper  at  a 
guaranteed  minimum  price. 

§  246.200—3  Recommended  procedures: 
levels  of  separation. 

A  two  level  separation  is  recommended 
for  most  facilities.  This  separation  should 
consist  of  (a)  high-grade  wastepaper  and 
(b)  all  other  waste.  Facilities  which  pro¬ 
duce  large  enough  quantities  of  waste 
computer  printout  paper  and  cards  to 
make  their  separation  into  a  separate 
cat^ory  cost  effective  may  choose  to 
implement  three  levels  of  separation:  (1) 
Computer  papers,  (2)  high-grade  papers, 
(3)  all  other  wastes. 

§  246.200—4  Recommended  procedures: 
methods  of  separation  and  collection. 

(a)  Systems  designed  to  recover  high 
grades  of  office  paper  at  the  source  of 
generation,  i.e.,  the  desk,  are  the  desk¬ 
top  system,  the  two-wastebasket  system, 
and  the  office  centralized  container  sys¬ 
tem. 

(b)  In  the  desk-top  system,  recyclable 
paper  is  placed  in  a  cwitainer  on  the  in- 
di^dual  office  worker’s  desk,  while  other 
waste  is  placed  in  a  wastebasket.  In  the 
two-wastebasket  system,  recyclable  pa¬ 
per  is  idaced  in  one  desk -side  wastebas¬ 
ket  by  the  generator,  and  all  other  waste 
is  placed  in  another.  In  the  centralized 
container  system,  large  containers  for 
the  collection  of  recyclables  are  placed  in 
centralized  locations  within  the  office 
areas  of  the  building.  Nonrecyclable 
waste  is  placed  in  another.  In  the  cen- 

^  tralized  container  system,  large  contain¬ 
ers  for  the  collection  of  recyclables  are 
placed  In  centralized  locations  within  the 
office  areas  of  the  building.  Nonrecycla¬ 
ble  waste  is  placed  in  desk-side  waste¬ 
baskets. 

(c)  The  recommended  system  is  the 
desk-top  system  because  it  is  designed  to 
maximize  recovery  of  high  value  mate¬ 
rial  In  an  economically  feasible  manner. 
While  the  two-wastebasket  system  and 
centralized  container  system  have  been 
implemented  with  success  in  Isolated  in¬ 
stances,  data  Indicate  that,  on  the  whole, 
these  systems  have  experienced  high 
levels  of  contamination,  low  levels  of 
participation,  and  low  revenues.  The 
desk-top  system  has  been  designed  to 
minimize  these  problems. 

(d)  The  precise  method  of  separation 
and  collection  used  to  implement  the 
desk-top  system  will  depend  upon  such 
things  as  the  physical  layout  of  the  in¬ 


dividual  facility,  the  ease  of  collection, 
the  preference  of  office  workers,  and  the 
projected  cost  effectiveness  of  using  vari¬ 
ous  methods.  The  recommended  desk¬ 
top  system  is  carried  out  in  the  following 
manner: 

(1)  Workers  are  to  deposit  high-grade 
paper  into  a  desk-top  tray  or  other  small 
desk-top  holder  to  be  suppUed  by  the 
agency.  This  holder  should  be  designed 
in  such  a  way  as  to  preclude  its  holding 
contaminants  such  as  food  or  beverage 
containers. 

(2)  At  the  workers  convenience  or 
when  this  tray  is  filled,  the  paper  is  car¬ 
ried  to  a  conveniently  located  bulk  con¬ 
tainer  within  the  office  area.  This  larger 
container  should  be  located  in  an  area 
the  worker  will  frequent  in  the  normal 
course  of  conducting  his  or  her  business. 

(3)  In  locations  where  computer  cards 
and  printouts  are  to  be  collected  sep¬ 
arately,  the  receptacle  for  these  wastes 
should  be  near  the  computer  terminal  or 
in  some  other  logical,  centrally  located 
place. 

(4)  Collection  of  the  high-grade  paper 
from  the  bulk  containers  in  the  office 
area  should  be  performed  by  the  jani¬ 
torial  service.  The  number  of  locations 
and  the  frequency  of  collection  of  these 
containers  ^^11  be  determined  by  office 
size  and  janitorial  staff  capacity.  Col¬ 
lection  of  recyclables  and  other  waste 
can  be  alternated  on  an  every-other-day 
basis  to  avoid  extending  collection  effort. 

(e)  Mixed  paper  and  some  high-grade 
office  papers  have  also  been  recovered  for 
recycling  by  hand-picking  in  an  indi¬ 
vidual  building’s  trash  room  or  at  a  cen¬ 
tralized  facility  serving  several  buildings. 
In  these  hand-picking  systems,  recycla¬ 
ble  waste  is  not  separate  at  the  source 
of  generation,  but  is  mixed  with  other 
waste  in  the  ususd  manner  and  removed 
to  a  centralized  location  where  recyclable 
paper  is  picked  from  the  mixed  waste  by 
hand.  Facilities  may  choose  to  employ 
this  method  of  high-grade  paper  recov¬ 
ery  if  it  is  shown  by  analysis  to  be  eco¬ 
nomically  preferable  to  source  separa¬ 
tion. 

§  246.200—5  Recommended  procedures: 
storage. 

Among  the  alternatives  for  paper  stor¬ 
age  are  on-site  baling,  the  use  of  station¬ 
ary  compactors,  or  storage  in  corrugated 
boxes  or  normal  waste  containers.  Stored 
paper  should  be  protected  from  fire,  in¬ 
clement  weather  and  vandalism. 

§  246.200—6  Recommended  procedures: 
transportation. 

'Transportation  to  market  may  be  sup¬ 
plied  by  either  the  facility,  a  private 
hauler,  or  the  purchaser.  Collection  of  the 
recyclable  paper  should  be  on  a  regularly 
established  schedule. 

§  246.200—7  Recommended  procedures: 
cost  analysis. 

After  potential  markets  are  located 
(but  prior  to  initiation  of  formal  bidding 
procedures)  and  preliminary  determina¬ 
tions  of  various  separation  methods, 
storage,  and  transportation  have  been 
made,  an  analysis  should  be  conducted 
which  compares  costs  of  the  present 
waste  collection  and  disposal  system 


with  the  proposed  segregated  systems.  At 
a  minimum  the  study  should  include  all 
capital,  (grating  and  overhead  costs  and 
take  into  account  credits  for  revenue 
from  paper  sales  and  savings  frc»n  di¬ 
verting  recycled  materials  from  dii^x)sal. 
In  formulating  a  separation  system  and 
evaluating  its  costs,  every  effort  should 
be  made  to  utilize  janitorial  and  waste 
collection  resources  efficiently  as  sug¬ 
gested  in  §  246.200-4.  This  cost  analysis 
should  enable  the  facility  to  determine 
the  most  cost  effective  method  of  imple¬ 
menting  this  guideline. 

§  246.200—8  Recommended  procedures: 
contracts. 

Formal  bids  should  be  requested  for 
purchase  of  the  recovered  materials,  such 
bids  being  solicited  in  conformance  with 
bidding  procedures  established  for  the 
responsible  agency.  Contracts  should  in¬ 
clude  the  buyer’s  quality  specifications, 
transportation  agreements,  a  guarantee 
that  the  material  will  be  accepted  for  one 
year  or  mwe,  and  a  guarantee  minimum 
purchase  price. 

§  246.200—9  Recommended  procedures: 
public  information  and  education. 

A  well  organized  and  well  executed 
public  information  and  education  pro¬ 
gram  explaining  the  justification,  goals, 
methods  and  level  of  separation  should 
be  conducted  to  inform  and  motivate  of¬ 
fice  personnel  and  secure  their  cooper¬ 
ation  in  separating  their  waste.  This  pub¬ 
lic  Information  and  education  program 
shotUd  precede  the  program  and  continue 
on  a  regular  basis  for  its  duration. 

§  246.201  Residential  solid  waste. 

§  246.201—1  Requirement. 

Separation  of  used  newspapers  at  the 
source  of  residential  generation  in  con¬ 
junction  with  separate  collection  shall  be 
carried  out  at  all  Federal  facilities  in 
which  more  than  500  families  reside,  and 
the  newspapers  shall  be  sold  for  the  pur¬ 
pose  of  recycling. 

§  246.201—2  Recommended  procedures: 
glass,  can  and  mixed  paper  separa- 
ti<m. 

In  areas  In  which  markets  are  avail¬ 
able  it  is  recommended  that  glass,  cans, 
and  mixed  paper  be  separated  at  the 
somce  of  generation  and  separately  col¬ 
lected  for  the  purpose  of  recycling. 

§  246.201—3  Recommended  procedures: 
market  study. 

An  investigation  of  markets  should  be 
made  by  the  organization  responsible  for 
sale  of  recyclable  materials  in  each  Fed¬ 
eral  agency  and  should  include  at  a  mini¬ 
mum: 

(a)  Identifying  potential  purchasers 
of  the  recovered  material(s)  through 
standard  market  research  techniques. 

(b)  Directly  contacting  buyers  and 
determining  the  buyer’s  quality  specifi¬ 
cations  and  potential  transportation 
agreements. 

(c)  Determining  the  prices  which  the 
buyer(s)  will  pay  for  the  recovered  mate- 
rial(s)  and  the  willingness  of  the  buy- 
er(s)  to  sign  a  contract  for  the  purchase 
ot  the  materlal(s)  at  guaranteed  mlnl- 
miun  prices. 
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§  246.201—4  Recommended  procedures: 

medtods  of  ■epnnUioB  md  coUecUou. 

Following  separation  within  the  home, 
any  of  the  following  modes  of  collection 
may  be  used: 

(a)  Materials  should  be  placed  at  the 
curbside  by  the  resident  and  may  be 
collected  from  each  household  using 
separate  trucks  or  compartmentalized 
vehicles. 

<b)  For  multi-family  dwellings  sepa¬ 
rated  materials  may  be  placed  in  bulk 
containers  placed  outside  of  the  building 
and  collected  by  trucks  dispatched  to 
collect  recyclables. 

(c)  Collection  stations  may  be  set  up 
at  convenient  locations  to  which  resi¬ 
dents  bring  recyclables.  These  stations 
should  provide  separate  bulk  ccmtainers 
lor  each  item  to  be  recycled.  The  ^ze 
and  type  of  ccmtainer  will  depend  on 
the  volume  and  type  of  material  col¬ 
lected,  the  method  of  transportation  to 
be  used  in  hauling  the  mat^ials  to 
market  and  the  frequency  of  removal. 

§  246.201—5  Recommended  procedures : 
transporUition  to  market. 

Transportation  to  market  may  be  sup- 
idled  fay  either  the  facility  or  community 
generating  the  waste,  a  private  hauler, 
or  the  purchaser. 

§  246.201*^  Recommended  procedures: 
cost  analyb. 

After  potential  markets  are  located 
<but  prior  to  initiation  of  formal  bidding 
IMToeedures)  and  preJimuMtry  determina¬ 
tions  of  various  separation  methods, 
storage  and  transportation  have  been 
made,  an  analysis  should  be  conducted 
which  compares  the  costs  of  the  present 
waste  collection  and  disposal  system 
with  the  proposed  segi*egated  systems. 
At  a  Tuininuim  this  study  should  include 
an  caidtal,  operating  and  overhead  costs 
and  take  into  account  credits  for  revenue 
from  paper  sales  and  savings  from  di¬ 
verting  recycled  materials  from  disposal. 
In  formulating  a  separate  collection  sys¬ 
tem  and  evaluating  its  costs,  every  effort 
should  be  made  to  utilize  idle  equipment 
and  underutilized  collection  manpower 
to  reduce  separate  collection  costs.  Ihis 
cost  analysis  should  enable  the  facility 
to  determine  the  most  cost  effective 
method  of  implonenting  this  guideline. 

§  246.201—7  Recommended  procedures: 
contracts. 

Formal  bids  should  be  requested  for 
purchase  of  the  recovered  materials, 
simh  bids  being  solicited  in  oonfonnance 
with  bidding  procedures  established  for 
the  responsible  Jurisdiction.  Ckmtracts 
should  Include  the  buyer’s  quality  spec¬ 
ifications,  transportation  agreements,  a 
guarantee  that  the  material  will  be  ac¬ 
cepted  for  one  year  or  more  and  a  guar¬ 
anteed  minimum  purchase  price. 

§  246.201—8  Recommended  procedures: 
public  information  and  education. 

A  w«n  organized  and  well  executed 
pubfic  infoTomtion  and  education  pro¬ 
gram  oTpiaining  Qie  Justiflcation,  goals, 
methods  and  level  of  separation  should 
be  conducted  to  inform  and  motivate 
householders  and  to  secure  their  coop¬ 


eration  in  separating  their  waste.  This 
public  information  and  education  pro¬ 
gram  should  precede  the  program  and 
continue  on  a  regular  basis  for  its 
duration. 

§  246.202  Corrugated  container  Ma»ie. 

§  246.202—1  Requirement. 

Any  commercial  establishment  gen¬ 
erating  ten  or  more  tons  of  waste  cor¬ 
rugated  containers  per  month  shall  sepa¬ 
rately  collect  and  sell  this  material  for 
the  purpose  of  recycling. 

§246.202—2  Recommended  procedures: 
marliet  study. 

An  investigation  of  markets  should  be 
made  by  the  organization  responsible  for 
sale  of  recyclable  material  in  each  Fed¬ 
eral  agency  and  should  include  at  a 
minimum: 

(a)  Identifying  potential  purchasers 
of  the  recovered  corrugated  through 
standard  market  research  techniques, 

(b)  Directly  CMitacting  buyers  and 
determining  the  buyers’  quality  specifi¬ 
cations  and  potential  transportation 
agreements. 

<c)  Determining  the  price  which  the 
purchawr  wlH  pay  for  the  recovered  cor¬ 
rugated  and  the  willingness  of  the  buyer 
to  sign  a  contract  for  purchase  of  the 
paper  at  a  guaranteed  minimum  price. 

§  246.262-3  Ben— uuwided  prueednves: 
metbudn  of  uepuralioa  mmI  ekunge. 

The  method  selected  will  depmd  upon 
such  variables  as  the  physical  layout  of 
the  individual  generating  facility,  the 
rate  at  which  the  corrugated  accumu¬ 
lates,  the  storage  capacity  of  the  facility, 
and  the  projected  cost-effectiveness  of 
using  the  various  methods.  All  of  the 
following  suggested  modes  of  separation 
and  storage  presuppose  that  the  corru¬ 
gated  boxes  will  be  accumulated  at  a  cen¬ 
tral  location  in  the  facility  after  its  con¬ 
tents  are  removed  and  that  the  boxes 
are  flatt^ed. 

(a)  Balers  of  various  razes:  corrugated 
boxes  are  placed  in  balers  and  compacted 
into  bales.  These  bales  may  be  stored  in¬ 
side  or  outside  of  the  facility.  The  bales 
should  be  covered  to  keep  out  moisture 
and  the  storage  location  locked  to  pre¬ 
vent  theft. 

(b)  Stationary  compactors  or  bulk 
containers:  corrugated  boxes  are  placed 
in  a  stationary  compactor  or  bulk  con¬ 
tainers  outside  of  the  facility.  The  con¬ 
tainers  should  be  covered  to  keep  out 
moisture  and  locked  to  prevoat  theft. 

§  246.202-4  Reconmionded  procedures: 

transportation. 

Transportation  to  market  may  be  sup¬ 
plied  by  either  the  facility,  a  private 
hauler  or  the  purchaser.  In  facilities  to 
which  goods  are  delivered  from  a  central 
warehouse,  corrugated  may  be  back- 
hauled  by  delivery  trucks  to  the  central 
faculty  and  baled  there  for  delivery  to  a 
user. 

§  246.202—5  Recommended  procedures : 
costs  analysis. 

After  potential  markets  are  located 
(but  prior  to  iititiation  of  formal  bid¬ 
ding)  and  preliininary  determinations  of 
various  separation  methods,  storage  and 


transportation  have  been  made,  an  anal¬ 
ysis  should  be  conducted  which  com¬ 
pares  the  costs  of  the  present  waste  col¬ 
lection  and  disposal  system  with  the  pro¬ 
posed  segregate  ^sterns.  At  a  minimum 
the  study  should  include  all  capital,  op¬ 
erating  and  overhead  costs  and  take  into 
account  credits  for  revenue  from  paper 
sales  and  savings  from  diverting  recycled 
materials  from  disposal.  This  cost  analj'- 
sis  should  enable  the  facility  to  deter¬ 
mine  the  most  cost  effective  method  of 
implementing  these  guidelines. 

§  246.202-6  Recommended  proeodure^: 
establishment  of  purchase  contract. 

Formal  bids  should  be  requested  foi 
purchase  of  the  recovered  materials,  such 
bids  being  solicited  in  conformance  with 
bidding  procedure  established  for  the 
responsible  agency.  Contracts  shotild  in¬ 
clude  the  buyer’s  quality  specifications, 
transportation  agreements,  a  guarantee 
that  the  material  will  be  accepted  for 
one  year  or  more  and  a  guaranteed  mini¬ 
mum  purchase  price. 

§  246.203  Reevaluation. 

§  246.203—1  Requirement. 

Ag^K^ies  that  make  the  determination 
not  to  comply  with  these  guidelines  must 
conduct  the  required  analysis  and  report 
in  accordance  with  §  24000(f)  or  (g), 
as  appropriate,  every  three  years. 
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